
BRL Test - Premium Electronic Test Equipment Sales and Repairs 

BRL Test - low prices on sales and repairs is what we're about. Our world class repair lab is what sets us 
apart. Premium quality used spectrum analyzers, network analyzers, oscilloscopes, signal generators, 
communication testers, RF, microwave, telecommunications equipment and more. Shop and save on over 
7,000 models from Agilent, HP, Keysight, R&S, Anritsu, Advantest, Tektronix and the like. Each unit is 
calibrated and certified per order. Z-540 & 17025 calibrations also available (1809001:2000 / A2LA.) 
Purchase easy knowing that you are receiving high quality equipment ready to work accurately right out of 
the box - no worries. 

"It's the service after the sale that counts!" 




Our Life Time Support Promise means your equipment is supported for life by our World Class 
Repair Lab with top technicians, fast turn time and extensive parts inventory. We are here to see that your 
purchase stands the test of time be it ten, twenty or thirty years from now. 



BRL Test in House Repair Engineering Group 




Free repair evaluations. Extend the life of your equipment and save thousands of dollars in replacement 
costs. 



Our technicians are military PMEL graduates who average over 15 years of comprehensive repair 
experience. BRL Test stocks a large inventory of repair parts. Wouldn't you like a friend like that on your 
side? 




Electronic Test Equipment Repair 



BRL Test's world class repair facility features: 



Military trained technicians 

PMEL Certified/Superintendent (top level 9) 

18 years on average experience 

Large inventory of repair parts 

90-day warranty 

Low pricing 



We repair spectrum analyzers, network analyzers, signal generators and more. We even do 
repairs the manufacturers can't do. 

Because of the complex nature of test equipment repair, our competitors often end up 
contracting us for their repairs. Why not start here from square one without the middleman? 

PMEL is an acronym for Precision Measurement Equipment Laboratory. Level 9 is the 
superintendent level - above student, apprentice, journeyman and craftsman. There are only a 
handful of technicians in the world with this level of experience. 



Contact Us 

BRL Test, Inc. 
624 Douglas Ave. Suite 1406 
Altamonte Springs, FL 32714 

PH: 866-275-8378 (toll free in USA) 
PH: 407-682-4228 
PH: 352-383-0808 



FX: 855-275-8378 (toll free in USA) 
FX: 407-862-9846 



Web : http://www.brltest.com 



